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System 

HF650 Instructions 



Read and save these instructions. 
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Dear Sharper Image Customer, 

Thank you for your purchase of a Sharper Image product. We appreciate 
your business very much. 

Please accept my personal assurance of your complete satisfaction with 
this products quality and performance. We offer generous return 
privileges and excellent warranties on all our products. 

For more than 25 years, The Sharper Image has shared the fun of 
discovering innovative products that make life better and more enjoy- 
able. We've been in business a long time because we are an exciting 
place to shop and — just as importantly — we strive to deliver great 
customer service that exceeds your expectations. 

Enjoy your purchase! 

Respecfully, 




Richard Thalheimer 

Founder, Chairman and Chief Executive Officer 



Call 1-800-344-4444 for 2 4~7 ordering and customer service, 
or go to www.sharpBrimage.com, our complete online store. 
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Save these Instructions 



Important Safeguards 



When using electrical products, especially when children are 
present, basic safety precautions should always be followed, 
including: 

TO REDUCE THE RISK OF ELECTROCUTION: 

• Do not handle the plug with wet hands. 

• Do not place or store the charging base where it can fall or be 
pulled into a tub, sink or toilet. 

• Do not reach for a charging base that has fallen into water. 
Unplug immediately. 

• Do not use while bathing. 

• Do not submerge the charging base in water or any other liquid. 

•The charging base is designed for use with a standard 120V, 
60 Hz outlet. Never force the plug into an outlet. 

•To reduce the risk of electric shock, this appliance has a polar- 
ized plug (one blade is wider than the other). This plug will fit 
in a polarized outlet only one way. If the plug does not fit fully 
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Important Safeguards 



in the outlet, reverse the plug. If it still does not fit, contact a 
qualified electrician to install the proper outlet. Do not alter the 
plug in any way. 

TO REDUCE THE RISK OF BURNS, ELECTROCUTION, FIRE OR 
INJURY: 

• Do not excessively bend or pull the cord. Unplug the cord by 
grasping the plug — not the cord. 

• Keep the cord away from heated surfaces. 

• Use this product only for its intended purpose as described in 
this manual. 

• Do not use attachments not recommended by the manufacturer. 

•Only authorized service personnel should perform all servicing 
of this product. 

• Do not use outdoors or operate where aerosol products are 
being used or where oxygen is being administered. 

• Never insert or remove attachments while the product is on. 
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Important Safeguards 



• Never operate the product if it has a damaged cord, is not 
working properly, has been dropped, damaged or immersed in 
water. 

•This product should never be used by individuals suffering from 
physical ailments that would limit the user's capacity to operate 
the controls. 

•This product is not recommended for children. 

•Close supervision is necessary when this appliance is used by, on 
or near children and physically challenged or disabled persons. 

• Never use while sleeping or when drowsy. 

• For household use only. 



Warnings 



• If you have any concerns regarding your health, consult your 
doctor before using this product. 

•Consult your doctor before using in case of illness or medical 
condition, including but not limited to pacemaker use and 
pregnancy. 
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Warnings 



1 If you experience pain in a muscle or joint for a prolonged 
period of time, discontinue use and consult your doctor. 
Persistent pain could be a symptom of a more serious condition. 

• Never use on open wounds, discolored areas or any area of the 
body that is swollen, burned, inflamed or where skin eruptions 
or sores are present. 

1 Use of this product should be pleasant and comfortable. If pain 
or discomfort result, discontinue use and consult your physician. 

• Ensure that your hands are dry when operating the controls or 
removing the plug. 

•This product should never be used by any individual suffering 
from any ailments that would limit the user's capacity to oper- 
ate the controls. 

'This product should never be used by any individual suffering 
from any ailments that would limit or altogether inhibit the 
user's capacity to feel or have any sensation in the treated 
body part. 
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Warnings 



• Never substitute this, or any other manufacturer's product, for 
professional medical attention. Persistent ailments and symp- 
toms may indicate a more serious condition. 



Features 



•Two facial cleanser attachments (cleansing brush and massage 
rollers) 

•Two pore refiner attachments (large suction cup and small 
suction cup) 

•Three microdermabrasion sponges 

•Two speeds (HI and LO) 

•Mister - Closes pores 

•Storage case for attachments, small cleaning brush and the 
drawstring bag for the unit and lotion 

• Rechargeable design 

•2-oz. microdermabrasion cream 
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Instructions 



Charger Operation 



1 . To charge the facial unit, plug the charging base into a stan- 
dard 120V outlet. 

2. Place the facial unit into the charging base. The red LED indi- 
cator on the base illuminates when the facial unit is inserted 
correctly. The facial unit is now charging. 

3. When the facial unit is removed from the base, charging 
stops; the red LED indicator switches off. 

4. To maintain full performance, always place the facial unit 
back on the charging base after use. 

Note: Charge for at least 16 hours before using the facial unit for 
the first time. 

For best results, use the facial unit after a shower or after you 
have steamed your face when pores are open and ready for 
deep cleansing. 
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Facial Cleanser Attachments 




Facial Cleanser Attachments 



1 . Select one of the following attachments to begin your facial: 

• Cleansing Brush - Use with your favorite soap to gently 
cleanse face and neck. 

• Microdermabrasion Sponge - Use with microdermabrasion 
cream to exfoliate. 

• Massage Rollers - Tone and relax facial and neck muscles. 

2. Snap on attachment. 

3. To select the desired speed, press the ON/OFF button locat- 
ed under the attachment socket; once for LO and twice for 
HI. Corresponding LEDs illuminate to indicate LO or HI. 

4. When finished, switch the facial unit OFF. 

5. Remove and rinse the attachment. 

6. Place the facial unit back into the charging base. 
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Suction Attachment Safety 



For safety, always follow these guidelines: 

• Do not hold suction cup in one area for more than two sec- 
onds at a time. Apply the cup and remove quickly to avoid 
purple spots or skin discoloration. 

• Use the large suction cup for the forehead, cheeks and chin. 
Use the small suction cup only on the nose. 

• Limit the length of time the suction cups are used on your face 
— up to one minute around nose area and four minutes on the 
forehead, cheeks and chin. 

•Do not use around and between your eyes, head, hairline or 
on areas where skin is relatively thin. 

•Do not use on pimples, blemishes, sunburned or broken skin, 
or inflamed areas. 

• If you have sensitive skin, do not use more than twice in the 
same area. 



13 



Suction Attachments 



1 . To begin deep pore cleansing, select a suction attachment: 

• Large Suction Cup - Removes impurities deep below the 
skin's surface around the forehead, cheeks and chin. 

• Small Suction Cup - Removes impurities below the skin's sur- 
face around the nose. 

2. Secure the attachment to the facial unit. 

3. Select LO speed for gentle suction or HI speed for stronger 
suction. 

4. To cleanse the nose area, apply the small suction cup attach- 
ment. 

5. First dampen the nose area, then apply the suction cup. 
Work area for approximately one minute. Do not hold on 
one area for more than two seconds. 

6. To cleanse forehead, cheeks and chin areas, apply the large 
suction cup. 

7. Work around these areas for approximately four minutes. Move 
from the center of the face out to the sides. Do not slide across 
face. Lift up with a slight twist and move to the next area. 
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Suction Attachments 



8. To close your pores, mist your face first, then rinse and apply 
your favorite moisturizer. (See Mist Feature below.) 

9. When finished, switch the unit OFF. 

10. Remove and rinse the attachment. 

1 1 . Place facial unit back into the charging base. 



Mist Feature 



1 . Pull back the MIST CHAMBER TAB, located opposite the 
attachment socket. 

2. Place the chamber under a narrow stream of running water. 
Be careful not to overfill. 

3. Close tab. 

4. To dispense a cool gentle mist, press the MIST button located 
on the side of the facial unit. 

Note: Do not allow the facial unit to be fully immersed or sub- 
merged in water. 
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Complete Microdermabrasion Facial 



1 . To exfoliate your face, use the cleansing brush attachment in 
circular motions with your favorite facial cleanser. 

2. To deep clean your pores and remove impurities from below 
the skin's surface, use the large and small suction cup attach- 
ments. 

3. Using the microdermabrasion sponge attachment, apply a 
thin layer of the included microdermabrasion cream to the 
sponge. 

4. Lightly dot the sponge onto your forehead, cheeks and chin. 

5. Switch the facial unit to LO and massage the microdermabra- 
sion cream into your skin using slow, upward circles, concen- 
trating on each area for intervals of 10 to 15 seconds. The 
crystals exfoliate and remove the dull surface layers to reveal 
healthier skin. 

6. When comfortable with the process, you may switch the 
facial unit to HI. Continue this process for five to ten minutes. 

Note: Always keep the microdermabrasion cream away from the 
eye area. 
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Complete Microdermabrasion Facial 



7. Rinse your face with warm water and pat dry with a towel. 

8. To refresh your face and remove any remaining impurities, 
lightly coat a cotton ball with your favorite facial toner and 
gentle sweep it across your face. 

9. To close your pores once cleansing is complete, press the 
MIST button and gently spray your face. 

10. Apply your favorite facial cream to the massage roller attach- 
ment. Switch the facial unit to LO and massage facial cream 
into your skin using circular, upward strokes, concentrating 
on each area for intervals of 10 to 15 seconds. When com- 
fortable with the process, you may switch the facial unit to 
HI. You may also use this attachment to tone your face and neck. 
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Cleaning 



1 . Remove any attachment from the facial unit. 

2. To clean, use a damp cloth and wipe down. DO NOT RINSE 
UNIT UNDER WATER. The appliance is not waterproof. 

3. Remove attachments and rinse under warm water until clean. Do 
not place appliance under running water — only attachments. 

4. Empty any remaining water from the mist chamber. 

5. To clean out the attachment socket, mist chamber and the 
mist sprayer, gently use the included small cleaning brush. 

6. Before storing, allow the facial unit and attachments to dry 
completely. 

Note: Never use benzene, thinners or any other organic solvents 
to clean the product. Using these cleansers will damage the unit. 



Storage 



Place the facial unit in the charging base. Place the five attach- 
ments and cleaning brush into their storage case. Store lotion 
and additional attachments in the drawstring bag. Store all items 
in a clean, dry place. 
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WARRANTY 



What Is Covered 

This warranty covers any defects in materials or workmanship, with the exceptions stated below. 
How Long Coverage Lasts 

This warranty runs for 90 days from the date of original purchase. 
What Is Not Covered 

This warranty does not cover damage caused by misuse or use other than as intended and described in the 
product instruction manual, or loss or damage to batteries or removable parts. 

What The Sharper Image Will Do 

The Sharper Image will repair any defects in materials or workmanship. In the event repair is not possible, 
The Sharper Image will either replace this product with one of similar features and price, or refund the full 
purchase price of the product, whichever you prefer. 

How to Obtain Service 

Return the product and receipt, along with a brief explanation of the problem, to: 

T.S.I. - Returns Department 
2901 -A West 60th Street 
Little Rock, AR 72209 

If you have questions please feel free to contact our customer service representatives at 1 -800-344-5555 or 
by email at care@sharperimage.com. 

This warranty gives you specific legal rights, and you may have other legal rights that vary from state to state. 

Copyright 2003 

Sharper Image Corporation 

650 Davis St., San Francisco, CA 941 1 1 

(415) 445-6000 

shop online: www.sharperimage.com 

Due to continuing improvements, actual product may differ slightly from the product described herein. 
V1 09/03 

20 



